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In order to prepare for nicotine-in-smoke analyses as per the Massachusetts methodology, 
a study was perform per the following protocol: 


Smoking Machine: 
Equilibration: 

Puff Parameters: 
Cigarettes per Port: 
Taping Parameter: 
Samples Tested: 
Smoking Parameters: 

Physical Parameters: 


Filtrona SM 400 
FTC Conditions 

45 mL volume/ 30 sec. cycle/ 2 sec. Duration 
5 for non-taped/ 3 for half taped and full taped 
Non-taped/ half taped/ full taped 
Kentucky Reference - 2R1F, 1R3F, 1R4F, 1R5F 
TPM, Nicotine, Water, Tar, Puff Count, and Carbon 
Monoxide (N = 16) 

Ventilation, Circumference (N = 100) 


Scotch Tape #600 was applied to the tipping paper of one hundred cigarettes per sample 
following the Massachusetts protocol. The same tape was utilized to completely cover 
the entire tipping paper of one hundred cigarettes per sample. All samples were 
equilibrated under FTC conditions prior to smoke and physical testing analyses. For each 
sample, one hundred ventilation replicates were analyzed on the non-taped, half taped, 
and fully taped versions. Circumference was performed only on the non-taped version. 
Smoking was conducted under FTC conditions. 


Attached Ate the results. Outlier data is 
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MASSACHUSETTS COMPLIANCE: TAPING STUDY 


KENTUCKY REFERENCE CIGARETTES 


Sample * 


1R5F 


Std. Dev. 


N 


1R5F-HT 


Std. Dev. 


N 


1R5F-T 


Std. Dev. 


N 


1R4F 


Std. Dev. 


N 


1R4F-HT 


Std. Dev. 


N 


1R4F-T 


Std. Dev. 


N 


Vent. 

% 



2R1F 


Std. Dev, 


N 


2R1F-HT 


Std. Dev. 


N 


2R1F-T 


Std. Dev. 


N 


* Samples denoted above as “ 
Samples denoted above as “ 


-HT” were half taped as per Massachusetts protocol. 
•T” had tape applied over the entire tipping paper. 


DOC CODE: P0622 


PM3000376309 


Source: https://www.industrydocuments.ucsf.edu/docs/ynwl0001 

















































































































































































































































